Call for Service Detail Report 

Master Incident: KIFD007Q521B 
Incident Status: Closed 
Incident Date: 03/06/2016 14:45:35 


CFS Information 


Incident Type: 

MEDIC 

Incident Statu*: 

Closed 

Priority: 

Priority 3 

incident Type; 

MEDIC 

Agency: 

Fire 

Problem: 

Medic 

Taken By; 

HANSON, Emiiy r J 

Jurisdiction; 

KIFD 

Disposition: 

999 -Completed Fire call w/# 

Bata 1 lion; 

Kirkland Fine 

Closed Time: 

3/6/2013 3:40:33 PM 

Response Area: 

KIFD-27 

Latitude: 

47.718491 

Response Plan: 

KI-Z27 MEDIC WEST 

Longitude: 

-122.2041520 

Radio Channel: 

FTAC1 

CFS Location 

Common Name: 
Address: 

Apartment: 

City, State; 

Fairfax Hospital 

10200 Ne 132nd St 

9120 

KIRKLAND, WA 

Location Type: 

Cross Street: 

GEO Code: 

Med 1 cell Clinic 

102 ND LN NE/103RD PL NE 

5771 


Caller Information _ 

Caller Name: UN Phone: {425) B21-20Q0 

1DC: 5M2 Call Source: 911 - Landline 


Call Ti mest amps 

Phone Pickup; 

First Keystroke: 

Entered Queue: 

Can faking Complete- 
First unit Assigned: 

First Unit Enroute: 

First Unit Arrived: 
Closed: 


06/06/2013 l4:4S:3b 
06/06/2018 14:46:14 
06/06/2018 14:46:16 
03/06/2013 14:54:58 
03/06/2013 14:46:29 
03/06/201a 14:47:33 
03/06/2013 14:49:13 
06/06/2013 15:40:33 


Received To Queue! 

Call Taking Complete: 

In Queue To 1st Assigned: 
Call Received To 1st A saiga: 
Assigned To 1st Enroute: 

En route To 1st Arrived: 
Duration: 


00:00:25 

00:09:07 

00:00:13 

00:00:54 

00:01:04.4 

00:01:39.7 

00:54:56 


Resources Assigned 


Unit 

Dispatched 

Enroute 

staged 

Arrived 

Patient Contact 

Cleared 

A29 

14:46:29 

14:47:45 


14:49113 

14:51:48 

15:40:33 

M23 

14:46:29 

14:47:33 


14:50:25 


15:10:10 


Call Transports _ _ _ 

unit Name Address Made Protocol Transport Arrived Cleared 

A29 Evergreen Hospital 12040 NE 128TH ST Non-Emergency Non-Emergency 15:09:03 15:13:33 15:40:33 











Comment Time 


Performed By 


External Case Number 'KIFD 20180005107’ added for KIFD. 
External Case Number 'REFD 2D180006674' added for REFD. 
NOT RESPONDING VERBALLY 

FOUND W/ SOMETHING AROUND HER NECK I NTHE SHOWER 


IN ROOM 912B IN WEST 2 UNIT 


STAFF IS WITH PT BUT MY RP NOT ABLE TO GET TO HER 
WAS MOVING AROUND JUST NOT RESPONDING VERBALLY 
PT DEFINITELY HEARING THEM 

STAFF PUT HER ON 02 AND CONDITION SEEMED TO IMPROVE 

INITIAL RP WAS A DIFF FEMALE 

FIRST RP WAS A DIFF EMP 

HAD BARELY EATEN IN DAYS BEFORE THIS 


Vddress Changes 


Priority Changes 


Alarm Level Changes 


14:46:29 


Alarm Number 

1 


Performed By 

DU, My N 




